




“ GI.()UCESTER CATHEDRAL.” 


Lt-tMCSf 


5 



% 

m 



TUCK'S POST CARD. 


CARTE POSTALE. 


POSTKARTE. 


South Aisle, Gloucester Cathedral. Gloucester 
Cathedral was built in 1089 by Abbot Serlo, but the 
South Aisle was destroyed by fire, and was reconstructed 
as now existing’ by Abbot Thokey in 13T8. The aisle 
measures 15 feet in width, a notable feature being the 
height of the piers supporting the arches of the nave. 
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South Aisle, Gloucester Cathedral. Gloucester 
Cathedral was built in 1089 by Abbot Serlo, but the 
South Aisle was destroyed by fire, and was reconstructed 
as now existing: by Abbot Thokey in 1318. The aisle 
measures 15 feet in width, a notable feature being the 
height of the piers supporting the arches of the nave. 
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